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Each tablet contains Systemicillin septhydrate 

equivalent to Systemicillin septimus 500mg 
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Syste tery) Macintosh System 7° 


= Manufactured by ApplePh: Ltd 
ysl€ Product Code 7.1/ 
S CIN) septimus 500mg Bde lePharm 


stem Store below 25°C. PROTECT FRO 


= Push tablet through foil , 
= Take immediately before or with first mouthful of food. 
= To be taken as directed by: your pk if physician. 
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must be discarded 
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= Upgrade regularly. 
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